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Absorption Agent Employed
 &
	ISllli
 US!?1
	Number of Cubic Centimeters of Nitrogen which, was absorbed in One Hour

1   grain   magnesium   powder, medium fine ......
	
	14 5

1 gram lithium ......
	
	73 5

1 gram magnesium and 5 grams quicklime.    The  lime  was not freshly ignited.    .    .   . 1 gram magnesium and 3 grams quicklime.     The  lime  was not freshly ignited .... 1 gram magnesium and 8 grams quicklime.     The  lime   was not freshly ignited .... 1 gram magnesium and 5 grams quicklime.     The  lime   was highly ignited shortly before the experiment   .....
	94.5 86.4
	112.0 50.0 31.4
 122 5

1 gram magnesium, 5  grams freshly ignited lime, and 0.1 gram metallic sodium .   .   . 1 gram magnesium, 5 grams freshly ignited lime, and 0.25 grams metallic sodium    .   . 1 gram magnesium, 5 grams freshly ignited lime, and 0.11 grams metallic mithium .    .
	201.0 196.0 169.0
	287.0 326.2 228.0

Ignited lime with metallic sodium alone absorbed
no nitrogen whatever, and only very slight absorp-
tion is effected by barium carbide alone, barium car-
bide and potassium, barium fluoride and sodium, or
amorphous boron and silicon. It is possible that the